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WE HAVE ROOM FOR ONLY A FEW KIND WORDS 
ON THIS AND THE LAST PAGE, 








All agreements are subject to delays occasioned by strikes, accidents or other causes 
beyond my control. 


AMBROSE B. STANNARD 


Long Distance Telephone 


Con tee ts 914 Madison Square. 
St. James Building 
NEW YORK 
I REFER TO CONTRACTS FOR 
ENTIRE CONSTRUCTION OR PARTS OF 

Scribuer’s Sons’ Building, New York, Residence Hon. J. T, Brooks, Salem, O. 
Criminal Courts Building, ue Hayes residence, San Jose, Cal. 
U.S. P. O. Building, Brooklyn, hi Brown Palace Hotel, Denver, Col. 
U. S. Appraisers’ Stores, ie U. S. Court House and Post Office, Pittsburg, Pa. 
St. Gabriel’s Church, e Germania Savings Bank, Pittsburg, Pa. 
Waldorf-Astoria Hotel, 2 Carnegie Library, Allegheny, Pa. 
Reform Club Library, s Reading Hardware Co, Store, Philadelphia, Pa. 
Bancroft Building, vs Stephen Girard Building, Philadelphia, Pa. 
Spingler Building, ne Library of Congress, Washington, D. C. 
Lords Court Building, ty Washington Loan & Trust, Washington, D.C. 
Central Bank Building, uh Rvening Star Offices, Washington, D.C. 
Twenty-third Ward Bank, te Virginia State Library, Richmond, Va. 
29-33 East Nineteenth Street, ts Apley Court, Harvard College. 
‘Hotel Navarre, ne Six N. Y.C. & H.R. R. Stations. N. Y. 
57th Street Y. M,C. A. Building, As U.S. Courts and Post Office, Buffalo, N. Y. 
Sixteen residences, ig U.S. Courts and Post Office, Elmira, N. Y. 
P.R. R. Office Building, 268 Fifth Ave., ‘ U. S. Government Printing Office, Wash’n, D.C. 
Hollenden Hotel, Cleveland, O. City National Bank Building, Utica, N. Y. 
G. E. WALTER, January 29th, 1903. 


President Life Saving Window Company. 
157 East 44th St., New York City. 

DEAR SIR :—I will with pleasure recommend your window device for use in the 
Utica City National Bank Building now being erected by me. 

I consider the device the best and only really practicable and safe arrangement 
of getting at the exterior of window sashes, requiring no mutilation of the sash or 
frame, and being simple, safe, and wind and dust proof. 

It should have a large sale. 

Very truly yours, 


AMBROSE B, STANNARD. 


BRUCE PRICE, 1130 Broadway. January 3oth, 1903. 

My DEAR MR, WaLTER :—I have made a very careful examination of your Life 
Saving Window Company’s process of swinging a window so that it can be opened 
into a room, be cleaned, and swung back again ; and it seems to me that it works more 
perfectly than any scheme of the sort that I have ever looked into ; it seems to me to 
work very sensibly and very securely. 

I have made arrangements to put your device in the windows of one of my 
biggest buildings now under construction, and I am putting it in because I think it is 
the best device of the sort that I know. 

Yours very truly, 
To G. E. WALTER, Esq. BRUCE PRICE. 




















The Life Saving Window Company 


se CATALOGUE, 1903 


Five hundred lives are not a great proportion of the 
death rate for one year, but if they were sacrificed by an accident 
which might have been prevented there would be a feeling 
of horror and indignation throughout the civilized world. 

These lives were lost last year by accidents arising from 
trying to clean windows from the outside, and their loss 
and the grief and suffering it entailed might have been prevented. 

We can save these lives if you will let us and fully 
justify our name. 

We wish, therefore, to call the attention of all architects, 
owners and contractors to our devices, illustrated in this cata- 
logue, for swinging window sashes (both the upper and lower) 
inward, so that the windows may be cleaned, reglazed, painted, 
etc., from the inside, and with perfect safety. 

These devices can be applied to old and new windows and 
require no alteration of the frame or 
sash, nor injury to the woodwork, 

We think we are justified in claiming that they are not only 
novel, but the best and most practical that have ever 
been offered; however, we only beg you to examine and judge 
for yourselves. 

The prices quoted are for the windows fitted and complete; 
we do not sell the fixtures to the hardware trade. 

Estimates willingly given for any contract or any special form 
of window, and correspondence solicited. 

A full explanation and exhibition of the practical workings of 
our fixtures as applied to the window, and samples of all the 
different styles, are at your disposal if you will favor us with a 
call at the Company’s office. 


Respectfully, 


The Life Saving Window Company. 





The Life Saving Window Company 











The first thing is to show you the simplicity, the dur- 
ability, and the perfectly practical nature of the fixtures 
themselves, 


This represents the full working size : 


No. 1. 





This is applied on the - side of the No. 2. 
jamb, for the lower sash and of the parting hits ‘ 4 
stop for the upper one—it is counter sunk This is applied to the left side of the 
and ornamental rather than otherwise. sash, there are two for each sash. 


There are two for each sash. 





No. 4. | 


. 
This is the portable pintle or key in the This shows how by inserting this lower | 
common form; it can be made in other part of No. 3 into No. J and lowering the | 
designs if necessary; two are needed for sash until this upper part of No. 3 engages 
each sash, but as they are interchangeable with No. 2, you have a pair of hinges on 
four are enough for a building. which the sash is swung into the room. 


The only way to swing a window is on a hinge, but you 
can’t very well have a permanent hinge if the window is to slide 
up and down, The problem was solved by the invention of a 
hinge with a separate member—a hinge when you want a hinge, 

Besides the mechanical problem, of course, there were other 
practical requirements to make a perfect window swinging 
device, but we did not find them insuperable. 














The Life Saving Window Company 








This 
shows a 
model 
with the 
fixtures 
applied. 


The model 
is an ordinary, 
rather heavy 
window. 


You can see 
these fixtures 
applied to 
windows in 
actual use at 
our office or in 
the buildings 
we have fitted. 


They 
will work 
on any 
window. 


We guarantee 
to make 
them do that. 


They 
don’t change 
the looks of 
the window, 

nor is 

the woodwork 


defaced. 





You notice these fixtures are not conspicuous. We may be. 
prejudiced, but we think their design rather pretty and you can 


have them in any kind of metal finish known—whatever 
matches best the trim and hardware. 








The Life Saving Window Company 





The last cut showed the windows with the device applied to 
the lower sash ready to swing—only the strip is in the way,— 
this was one of the obstacles. The cut on the opposite page 
shows its removal. Below we show the novel fastening for the 
window strip which makes its removal easy. 











Thumb screws or ordinary screws were too slow. The 
“‘slove fastener” would get loose, so we invented and had 
patented this device. It holds the stop as tight as a screw and is 
more ornamental, while it comes off as easy as a glove. 

The outside head or escutcheon, which is countersunk, has 
two holes in which you insert the upper part of the pintle or 
key, turn half round and off comes the strip. 

In institutions when it is necessary or desired, by having a 
special design of key, no one can take off the strip without the 
key—it’s really a lock. 














SHOWING REMOVAL OF STRIPS. 





The Life Saving Window Company 











The cut on the opposite page shows the lower sash swung 
into the rom—easily—safely. 

Of course we had to do something with the cord on the right 
hand side—we might have pulled it around to one side and 
fastened on a hook in the frame, but hooks are not ornamental, 


especially on 
fine woodwork 
—so we devised 
another novelty 
—this is a cut 
‘of it. 


You see it 
applies equally 
well to a chain, 
and a slight 
change 
(not shown here) 
makes it 
applicable to 
an overhead 
pulley. 


Simply pull the 
cord or chain 
to one side, 
it will 
hold the 
heaviest 
weight 
and > 
does not show 
from the 
outside wall. 
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The Life Saving Window Company 














SHOWING LOWER SASH SWUNG IN. 


The Life Saving Window Company 








Now we are ready for the upper sash. Lower it 
to convenient reach; insert the pintle; take out a section of the 
parting strip; it comes out without trouble; fix the cord as 
before, and there are both sashes swung inward, and ready to 
clean, paint, reglaze, without danger or trouble— 
as you see on the opposite page—every requirement met and 
every obstacle overcome. 


There is nothing to get out of order and 
we warrant the working of all windows fitted by us. 


Anyone old enough to clean a window can use 
our device. 


There is no interference with outside bars, nor with 
awnings, screens, shades, curtains or draperies. 


All women dislike sitting or standing outside a 
window. It is dangerous both to life and health and hardly 
modest. 


Storm sashes do not interfere. 


It saves expense to the owner. Windows can be 
cleaned at night; no special men; no guard, etc. 


It’s the only. way when there are outside bars or 
gratings; particularly applicable to vestibules and basement 
windows. 


Accidents cannot happen. The outside is 
cleaned as easily as the inside and as safely. 


It makes no difference whether windows are new 
or old ; nor what the construction, size, style or shape of 
frame or window is, Wecan swing any window no matter 
how heavy. 


And a modification of the device can be applied to metal or 
metal covered windows. It is substantially similar except in 
manner of application to the sash and frame. 
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BOTH SASHES SWUNG IN. 





The Life Saving Window Company 








Stationary sashes are ordinarily objectionable because 
they cannot be cleaned, painted or reglazed except from the outside. 
We can make them swing in, however, and yet keep them 
perfectly weather tight. This cut shows our device 
applied to a stationary window. 





























The Life Saving Window Company 


The detachable Pintle or Key we think has great advantages. 
In some institutions however they don’t want anything that can 
be removed, so we have a device in which the key is incorporated 
with the fixtures, folding behind when not in use. They cost a 
little more, say 25 cts. to 50 cts, per window, but when desired, 
they fill the bill. The cut shows how they work. 

















FIXTURES WITH PERMANENT KEYS. 








No, J. 


No. 2. 


No, 3. 


No..4. 


No. 5 


Py 


No, 6. 


No. 7. 


No. 8. 


aauiniicere ee 


“© 2 PRICE LIST 


Stamped metal fixtures and installation suitable 
for cheap and light windows, not exceeding fifteen 
(15) pounds in weight, without chain or cord 

















holders, otherwise complete, per window, . . . $1 00 


Same as No. one (J), except in finish and with 
fixtures complete, including chain or cord holders, 


Style A. Fixtures suitable for ordinary apart- 
ment windows or lighter grade, carved design 
with small sash sockets, with all fixtures and 
attachments, any fnlsh. ci eS 


Style B. Apartment and lighter office windows, 
any finish, of iron and brass combined, with all 
attachments and fixtures, . . . . eg 


Style B. Carved design as above, full brass, any 
Soo we Na Ss a i 


. * 


Style C. Smooth design, moulded sash socket, 
iron, any finish, or iron and brass, with all fix- 
tures Ala aictouments, ou ee ee ee 


Style C, Same as No. six (6), except in full brass 
finish, or any finish, full fixtures and attachments 
suitable for apartment or office windows not ex- 
ceeding say sixty (60) pounds, per sash, . 


Same as No. six (6), except-extra size and weight 
for office or apartment windows, exceeding sixty 
(60) pounds, but not of unusual form or design, 
all fixtures and attachments, . . . 3... 


125 


J 50 
175 
2 00 


2 00 
2 50 


3 00 


Estimates for round, oval or special shaped windows in any design or 
finish, or for windows requiring special design, or stationary windows, 
will be furnished on application. 

The prices above given include one set of four keys or pintles in brass 
and steel, nickle plated, interchangeable, for every ten windows; extra 
keys can be furnished at any time at fifteen cents a piece. Keys or 
pintles of special design or different finish will be subject to estimate. 

The Comnany reserves the right to alter the above prices at any time 
prior to*he = :ptance of an order. 


“ager? i t a. 
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Ps 
SAM’L F, STREIT, President. H. R. WOODWARD, rst Vice-President FREDERICK I.. ELDRIDGE, 2d Vice-Prest. 
H, A. V. POST, Treasurer., JNO. D. REYNOLDS, Secretary. J. H. BLASDELL, General Manager. 


THE ASBESTOLITH COMPANY, 


156 Fifth Avenue, 
Telephone 3794-18th. NEw York, Feb. 17th, 1903. 


Mr. G. E. WALTER, 
President Life Saving Window Company, 
No. 157 East 44th St., City. 

DEAR SiR :—I have been making a thorough test of the Life Saving Window 
Device, which you applied to the windows of my residence several months ago and 
find that they are really more than I expected, as they can be operated very easily by 
any one, and one of the maids who cleans the windows at my house states that she is 
able to clean the windows more thoroughly than from the outside and that she does 
not have the slightest trouble in operating them, and I can, therefore, cheerfully 
recommend them to any one, and you certainly should have a very large sale for them 
in private houses as well as public buildings, as they certainly do away with all danger 
caused by cleaning windows by sitting or standing on window sills. 

Very truly yours, 


Dict. B/R. J. H. BLASDELL. 

L. C. HOLDEN, ARCHITECT, Telephone 2213 Madison Sq. 
St. James Building, 

1133 Broadway, New York. Subjectiico so ees Se ee ae 


February rith, 1903. 
THE LIFE SAVING WINDOW ComPaNy, 


No. 1123 Broadway, New York City. 

GENTLEMEN :—I have given a very thorough examination and careful con- 
sideration to your devices for swinging windows inward so that the outside of the 
sashes may be cleaned, painted or re-glazed from within, and they have my unqualified 
approval, 

Their simplicity, ease of operation, and the fact that their manipulation can be 
easily understood by any one, and that they can be applied to any sash without disfig- 
urement, and that there is nothing about them to get out of order, make them, I think, 
the best on the market. I shall be glad to recommend and specify them whenever 


anything of the kind is needed,” 
Very truly yours, 


L. C. HOLDEN. 


31 Nassau Sit., NEw York, N. Y., March 31st, 1903. 


LIFE SAVING WINDOW CoMPANY, 
1123 Broadway, New York, N. Y. 


GENTLEMEN :—I am very much pleased with the working of your window 
swinging device installed by you in this Building. I find they are a great saving of 
time and labor, especially the 250 pound windows which I previously had to have two 
men to handle when cleaning them, whereas now one man does it in less time than 
two men did before. They will pay for themselves in a very short time. I think 
without doubt it is the best window device I have ever seen. 

Yours respectfully, 
E. LIBERTY, 
(Superintendent) Nat, Bank of Commerce Bldg. 
31 Nassau Street, N. Y. City. 
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The Life Saving 


Window Company 








PRICE LIST 
* 1904 


No.1. Stamped metal fixtures and installation suitable for cheap and light win- 
dows, not exceeding fifteen (15) pounds in weight, complete, per window... $1 00 

No.2, Cast socket and screw fixtures, especially adapted for narrow sash frames, 
weighing up to 30 Ibs. Complete, per window..........0...cscecececeecececens I 25 

No.3. Style A. Fixtures suitable for ordinary apartment windows or lighter 
grade, carved design with small sash sockets, with all fixtures and attach- 


RIG NVEG siners asain suid ee craven cent er one er geeMUNtaly lenis a cee Aone raat cul eeotease Joye I 50 
No. 4. Style B. Apartment and lighter office windows, with all attachments and 
RRA CeR ON Pee os Co maumtier aemenmrnas anne mnie canara as Mesa te U7 AG ae 1 75 


No.5. Style B. Carved design as above, full brass, except iron cord and chain holders 2 00 


tatess and) vattachimente sac cur eaten cee Rha. wha eae Leto ale 2 00 
No. 7. Style C. Same as No. six (6), except in full brass, iron cord or chain 


dows not exceeding say sixty (60) pounds, per sash...........cecccuueeeees 2 50 
No.8. Same as No. seven (7), except extra size and weight, for office or apartment 


HNtIINES Ale ataC INN Aico nccs Muna aiek SON iy oceaahe ba Wd ruse oR Pk 3 00 
No.9. The Model Sash Fixture, no shank, made especially for light windows where 
the weight does not exceed 25 to 30 pounds per sash. Applied complete, 
DEE WINNOW cr tians crvna ini me a ner amar eeu anes GULLY ap uno y as teak I 50 
No. 10. The Model Sash Fixture, with shank, brass sockets and locks, especially 
adapted for metal-trimmed sash and casement, easy to apply after metal is put 
on; will carry sashes of any weight up to 75 pounds. Applied complete, per 
ICO Wain sod vinden ht A cA ae ROE ICR aC Eee es LAN ate bara o maa tu ies aT OD 
No. 11. Metal Sash Fixture. A strong, heavy fixture for solid or metal-trimmed sash 
and casement, brass sockets and locks, applied after sashes are put in and trim 
completed; carries sashes weighing up to 250 lbs. Applied complete, per win- 
(112) (i See NDR rire eau tar nda Cee (tay Ae Sy a aa rage 250 to 5 00 
The prices above given include one set of four keys or pintles in brass and steel, inter- 
changeable, for every ten windows. Extra pintles 15c. each. 


PERMANENT KEY DEVICE. 


No. 15. A substantial brass fixture, especially adapted for schoolhouses and public 
buildings. Applied complete, per window...........ceecceeveeeeveucees 4 00 to 500 


PORTABLE HINGE DEVICES. 
No. 20. Screw fixtures, for factories, warehouses, etc.; sashes weighing up to 25 lbs. 


ormpinte except hinwes cae eee seat ab ok ote hi ieee ieee es saws sevees 85 
No. 21. Grooved brass fixtures, for residences and better class windows; sashes weighing 
lip toroosips,.: Completerexcept hingesas, ccs ronwct ss hae Canis owes sccwas cawave 1 50 


Hinges, per set of four, $1.50 


Estimates for stationary, round, oval or special shaped windows in any 
design or finish, or for windows requiring special design, will be furnished on 
application. , 

The Company will cheerfully replace any fixture which breaks through 
inherent defects any time within a year after installation. 

Any of these fixtures guaranteed to swing tight windows (any that will 
raise and lower) without injuring the woodwork or changing the wedther- 
tight conditions. ; 


Superseding Catalogue Price List of 1903. 

















